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Å SERVICE MANUAL US Model 
| Canadian Model 


a : October, 1986 


SUPPLEMENT 


File the supplement with the service manual. 


This supplement-1 is to the Canadian Model only. 


SPECIFICATIONS 


Power consumption 400mW 
3 Input 8-pin DIN connector 
3 % for the ІВМ personal computer 
F LES Pin 1: Intensity 
2: Ground 
3: NC 
4: H. sync 
5: V. sync 
6: Red 
7: Green 


oO © 
(3) (т) 8: Blue 
049 


Гог the APPLE Ill! 
Pin 1: XRGB8 
2: Ground 
3: +5\у 
4: МС 
5: Sync 
6: ХАСВ1 
7: ХАСВ2 
8: ХАСВ4 
Output 34-pin socket 
Dimensions Approx. 90 x 36 x 154mm (w/h/d) 
(3% x 174, x 6'4 inches) 
Weight Approx. 450 g (1602) 
Accessories supplied Cord for the IBM personal computer 
(8-pin DIN plug to 9-pin D type plug) 


Design and specifications are subject to change without notice. 


RGB INTERFACE ADAPTOR 


MICROFILM 
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SECTION 1 
GENERAL 


1-1. INSTRUCTIONS 1-2. WARNING 

This adaptor has been designed to provide а convenient means of This equipment generates and uses radio frequency energy and if 

connecting a Component TV to a microcomputer such as the AP- not installed and used properly, that is, in strict accordance with 

PLE III or the ІВМ personal computer. The proper method of con- (һе manufacturer's instructions, may cause interference to radio 

nection is described and illustrated in the following instructions. and television reception. If this equipment does cause interference 
to radio or television reception, which can be determined by turning 
the equipment off and on, the user is encouraged to try to correct 
the interference by one or more of the following measures: 


—reorient the receiving antenna 

——felocate the computer with respect to the receiver 

----тоуе the computer away from the receiver 

—plug the computer into a different outlet so that computer and 
receiver are on different branch circuits. 


If necessary, the user should consult the dealer or an experienced 
NOTES radio/television technician for additional suggestions. 


ө Do not install the unit in a location near heat sources such as 
radiators or air ducts, or in a place subject to direct sunlight, ex- 
cessive dust, mechanical vibration or shock. 

@ Clean the cabinet with a soft cloth. If finger prints, food and 
beverage stains, etc. are difficult to remove, use a cloth moistened 
with a mild detergent solution. Do not use any type of scouring 
powder, abrasive pad or solvent, since these will damage the 
cabinet. 
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1-3. LOCATION OF PARTS AND CONTROLS 


34-pin socket 
Connect to the RGB MULTI INPUT 


40cm 
(15% inches) 


H (horizontal) position control 
Adjust the picture position, when using 


the IBM personal computer. Insert the 4 % 

screwdriver and turn the control ó р 

clockwise or counterclockwise. icture moves icture moves 
Connect the 8-рт DIN piug here. 


Supplied cord (9-pin D type plug to 8-pin 


60cm (23%, inches) DIN plug) 
$ f Used with the IBM personal computer. 
Connect the 9-pin D type plug to the 
computer and the 8-pin DIN plug to 


the adaptor. 


1-4. CONNECTIONS 


Dm Signal flow 


Set the NORMAURGB button to RGB. 
(If pin 33 of the 34-pin RGB MULTI INPUT 

connector is at high state, the RGB mode is 
selected and this button does not function.) 


to 8-pin DIN 
connector 


INPUT 


to а wall outiet 


РС-701 


РС-701 


SECTION 2 


DIAGRAMS 


PRINTED WIRING BOARD 


2-1. 
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2-2. SCHEMATIC DIAGRAM 


А B С О Е Е G H 1 J K L 
9001 0002 0003 0019 Q004 Q005 Q006 9007,011 
25с2785 2562785 2562785 2562785 2562785 | 2562785 2562785 25С2785 
А BOARD BUFFER BUFFER M. MULTI M. MULTI sw BUFFER BUFFER 
ын 


0006 0007 
RD6.2ENI 155119 
PROTECT TRIG 


54 9008,012 


2SC2785 
BUFFER 


С016 


| 90» 


PROTECT 


ROSO C027 
| 17 сом | 99? 
— | 
ғы SNTRLSO "1 0014 
| I | | coas|coso}cos: |co32|cos3 RD6.2ENI 
100p [100p [100p [100p |!00р PROTECT 
TLL far | 
27 K 
е 
E 
ROSI с028 
mor (mu 0р 
0010,014 - 
2802785 
BUFFER 0015 е 
RD6.2EN! e 
PROTECT 
ә 
9 
e 
JACK (8РІМ) IC003 Q015 Q016 0017 9018 
SN74LSOSN 25А1175 25А1175 2SAI75 25АИ1175 ө 
INVERTER BUFFER BUFFER BUFFER BUFFER м 
@ 
е 
ый Ф 


қураған ²˙ JA NN GE EN EE iiia oa 


TO MONITOR 


All capacitors are in uF unless otherwise noted. pF: unf 
50WV or less are not indicated except for electrolytics. 


А! resistors are in ohms, 1/6W unless otherwise noted. 
ко = 10002, MQ = 1000kn 


All variable and adjustable resistors have characteristic 
curve B, unless otherwise noted. 


— : fusible resistor. 


A : internal component. 


.. : panel designation. 

All voltages are in У. 

Voltages are Яс with respect to ground unless otherwise 
noted. 

Readings are taken with а 10 МО digital multimeter. 
Voltage variations may be noted due to normal produc- 
tion tolerances. 

Readings are taken with а color-bar signal input. 

Г ]: adjustment for repair. 


; nonflammable resistor. 


— ; B+ bus 
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SECTION 3 A SECTION 4 
EXPLODED VIEWS ELECTRICAL PARTS LEST 
3 p marked * gare not stocked 


When indicat ing parts by refer- 
ence number, please include 
the board name. 


NOTE: 

* [tems with no part number and no des- 
cription are not stocked because they 
are seldom required for routine service. 

* The construction parts of an assembled 


since they are seldom required for 
routine service. Some delay should be 
anticipated when ordering these items. 


* [tems marked 6" are not stocked since 
they are seldom required for routine 
service. Some delay should be anticipated 
when ordering these items. 


aids ec 5 om а collation * All variable and adjustable resistors RESISTORS 
umber in the remark column. have characteristic curve B, unless * All resistors are in ohms 
otherwise noted. * F : nonflammable 
CAPACITORS COILS 
о WF Suk PF МЕ * MMH : mH, ИН: pH 
Ref.No Part No. Description Remark , Ref.No Part No. Description Remark 
*^-1290-673-A А BOARN, COMPLETE DIONE 
RREREKARRARKHEREKRKK TIENS 
0001 8-719-102-73 DIONE RD6.2E-N1 
0-520-923-00 CASE, SHIELD 0002 8-719-102-73 DIODE RD6.2E-N1 
0003  8-719-102-73 DIONE RD6.2E-N1 
CONNECTOR 0004  8-719-102-73 0100Е RD6.2E-N1 
0005  8-719-102-73 DIONE RN6.2E-N1 
A1 *1-560-985-00 PLUG, CONNECTOR (2.5MM) 11Р 
006 8-719-102-73 DIONE RD6.2E-N1 
CAPACITOR 1007 8-719-911-19 DIONE 155119 
0009 8-719-911-19 DIODE 155119 
С001 1-102-971-00 CERAMIC 82PF 51 50V 0010  8-719-911-19 DIODE 1SS119 
C002  1-130-728-00 FILM 0. 0022MF 1% 100V 0011 8-719-911-19 DIONE 155119 
С003 1-102-107-00 CERAMIC 120°F 10% 50V 
C004 1-123-318-00 ELECT 33MF 20% 16V 0012 8-719-102-73 DIONE RD6.2E-N1 
C005 1-102-121-00 CERAMIC 0.0022МЕ 10% 50V 0013 8-719-102-73 DIODE RD6.2E-N1 
0014 8-719-102-73 DIODE RD6.2E-N1 
C006 1-123-318-00 ELECT 33MF 20% 16V 0015 8-719-102-73 DIONE RD6.2E-N1 
С007 1-123-318-00 ELECT ЗЗМЕ 20% 16V 
C008 1-123-318-00 ELECT 33MF 20% 16V IC 
C009 1-102-121-00 CERAMIC 0.0022МЕ 10% 50V 
C010 1-123-318-00 ELECT 33MF 20% 16V 1001 8-759-951-54 ІС SN75154N 
16002 8-759-900-05 ІС SN74LSO5N 
C011 1-102-121-00 CERAMIC 0.0022MF 10% 50V IC003 8-759-900-05 ІС SN74LSO5N 
C012  1-102-121-00. CERAMIC 0. 0022MF 10% 50V 
C013 1-101-006-00 CERAMIC 0.047MF 50V JACK 
C014 1-102-106-00 CERAMIC 100PF 10% 50V 
С015 1-102-106-00 CERAMIC 100РҒ 10% 50V 9001 1-562-342-00 CONNECTOR, DIN 8P 
C016 1-102-106-00 СЕВАМ 100PF 10% 50V TRANSISTOR 
C017  1-102-106-00 CERAMIC 100PF 10% 50V 
C018 1-101-006-00 CERAMIC 0.047MF 50V 0001 8-729-178-54 TRANSISTOR 2SC2785 
C019 1-102-106-00 CERAMIC 100PF 10% 50у 0002 8-729-178-54 TRANSISTOR 25С2785 
c020 1-102-106-00 CERAMIC 100PF 10% 50V 0003 8-729-178-54 TRANSISTOR 25С2785 
0004 8-729-178-54 TRANSISTOR 25С2785 
C021 1-102-106-00 CERAMIC 100PF 10% 50V 0005  8-729-178-54 TRANSISTOR 25С2785 
С022 1-102-106-00 CERAMIC 100РҒ 10% 50V 
С022 1-102-106-00 CERAMIC 100РҒ 10% 50V 0006  8-729-178-54 TRANSISTOR 25С2785 
C024 1-101-006-00 CERAMIC 0.04 7МЕ 50V 0007  8-729-178-54 TRANSISTOR 25С2785 
C025  1-102-106-00 CERAMIC 100PF 10% 50V 0008 8-729-178-54 TRANSISTOR 25С2785 
0009 8-729-178-54 TRANSISTOR 25C2785 
C026 1-102-106-00 CERAMIC 100PF 10% 50V 0010 8-729-178-54 TRANSISTOR 2SC2785 
С027  1-102-106-00 CERAMIC 100PF 10% 50V 
C028 1-102-106-00 CERAMIC 100PF 10% 50V 0011 8-729-178-54 TRANSISTOR 2SC2785 
С029 1-102-106-00 CERAMIC 100РҒ 10% 50V 0012 8-729-178-54 TRANSISTOR 25C2785 
C030 1-102-106-00 CERAMIC 100PF 10% 50V 0013 8-729-178-54 TRANSISTOR 25С2785 
0014 8-729-178-54 TRANSISTOR 25С2785 
C031 1-102-106-00 CERAMIC 100PF 10% 50V 0015 8-729-117-54 TRANSISTOR 2SA1175 
C032 1-102-106-00 CERAMIC 100РҒ 10% 50V 
C033 1-102-106-00 CERAMIC 100PF 10% 50V 0016  8-729-117-54 TRANSISTOR 25А1175 
C034  1-102-106-00 CERAMIC 100PF 10% 50V 0017 8-729-117-54 TRANSISTOR 2$А1175 
C035 1-101-006-00 CERAMIC 0. 047МЕ 50V 0018 8-729-117-54 TRANSISTOR 2SA1175 
0019 8-729-178-54 TRANSISTOR 25С2785 
C036 1-102-106-00 CERAMIC 100PF 10% 50V 
C037  1-102-106-00 CERAMIC 100PF 10% 50V RESISTOR 
CN38 1-102-106-00 СЕ Бай 10% 50V dd EN уа 10 
ipt i int i C039 1-102-106-00 CERAMI 100P 10% 50V #001 1-247-717-11 А 
З 912.134. ROO 1-247-717-11 А 
3 55ͤ таа „ C041 1-102-106-00 CERAMIC 100PF 10% 50% #004  1-247-717-11 CARBON 2.2K 51 1/48 
2 %:А-1290-673-А А BOARD, COMPLETE 7 &2-377-336-00 LABEL, MODEL NUMBER gos 1-247-104-00 CARBON 75 5% 17/40 
3 2-377-329-00 CABLE гие TOR) 8 1-556-939-00 CORD, CONNECTION 8P-9P ) ырады: 
4 1-556-940-00 CABLE (WITH CONNEC З4Р 
5 4:2-377-331-00 СА$Е, LOWER #006  1-247-104-00 CARBON 75 5% 1/4W 
9 --10-- 


Ref. No Part №. 


#007 


1-247-104-00 
1-247-104-00 
1-247-839-00 
1-247-819-00 
1-247-824-00 


1-247-839-00 
1-247-819-00 
1-247-824-00 
1-247-846-00 
1-247-824-00 


1-214-170-00 
1-249-435-11 
1-214-134-00 
1-247-824-00 
1-249-429-11 


1-249-433-11 
1-249-433-11 
1-249-433-11 
1-249-417-11 
1-249-417-11 


1-249-423-11 
1-247-848-00 
1-249-417-11 
1-249-405-11 
1-247-823-00 


1-247-818-00 
1-249-405-11 
1-247-823-00 
1-247-818-00 
1-249-405-11 


1-247-823-00 
1-247-818-00 
1-247-828-00 
1-247-830-00 
1-249-417-11 


1-247-104-00 
1-249-417-11 
1-247-104-00 
1-249-417-11 
1-247-104-00 


1-249-417-11 
1-247-104-00 
1-247-725-11 
1-247-725-11 
1-247-725-11 


1-247-725-11 
1-247-839-00 
1-249-417-11 
1-247-817-00 
1-249-417-11 


1-247-817-00 
1-249-417-11 
1-247-817-00 
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Remark 
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R064 
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R066 
R067 
R068 


R069 
R070 
R071 
R072 
R073 


R074 
R075 
R076 


Ref.No Part No. 


1-249-417-11 
1-247-817-00 
1-249-417-11 
1-247-842-00 
1-249-417-11 


1-247-822-00 
1-247-842-00 
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1-247-838-00 
1-247-838-00 
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1-247-838-00 
1-249-417-11 
1-247-838-00 
1-247-824-00 


1-249-417-11 
1-247-826-00 
1-249-417-11 


VARIABLE RESISTOR 


Description 


CARBON ІК 
CARBON 270 
CARBON 1K 
CARBON 3K 
CARBON 1K 
CARBON 430 
CARBON 3K 
CARBON 2K 
CARBON 2K 
CARBON 2K 
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CARBON 620 
CARBON 1K 
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SERVICE MANUAL 


Мр. Soe битный №. | 
for the Canadian odel 


SPECIFICATIONS 


Power consumption 400mW 
Input 8-pin DIN connector 
for the IBM personal computer 
Pin 1: Intensity 
2: Ground 
3: NC 
4: H. sync 
5: V. sync 
(7) (6) 6: Вед 
7: Сгееп 
(3) © 8: Blue 
for the APPLE Il! 
© © (4) Pin 1: XRGB8 
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Output 34-pin socket 
Dimensions Approx. 90 x 36 x 154mm (w/h/d) 
(3% x 14, x 6'4 inches) 
Weight Approx. 4509 (1602) 
Accessories supplied Cord for the IBM personal computer 
(8-pin DIN plug to 9-pin D type plug) 
Power filter 


Design and specifications are subject to change without notice. 


RGB 
> REG INTERFACE ADAPTER 


| SONY. 


SECTION 1 
GENERAL 


1-1. INSTRUCTIONS 


This adaptor has been designed to provide а convenient means of 
connecting а Component TV to а microcomputer such as the AP- 
PLE Ill or the IBM personal computer. The proper method of con- 
nection is described and illustrated in the following instructions. 


NOTES 


ө Do not install the unit in а location near heat sources such as 
radiators or air ducts, or in а place subject to direct sunlight, ex- 
cessive dust, mechanical vibration or shock. 

е Clean the cabinet with a soft cloth. If finger prints, food and 
beverage stains, etc. are difficult to remove, use a cloth moistened 
with a mild detergent solution. Do not use any type of scouring 
powder, abrasive pad or solvent, since these will damage the 
cabinet. 


1-2. WARNING 


This equipment generates and uses radio frequency energy and if 
not installed and used properly, that is, in stric? accordance with 
the manufacturer's instructions, may cause interference to radio 
and television reception. It has been type tested and found to com- 
ply with the limits for a Class B computing device in accordance 
with the specifications in Subpart J of Part 15 of FCC Rules, which 
are designed to provide reasonable protection against such inter- 
ference in a residential installation. However, there is no guarantee 
that interference will not occur in a particular installation. If this 
equipment does cause interference to radio or television reception, 
which can be determined by turning the equipment off and on, the 
user is encouraged to try to correct the interferance by one or more 
of the following measures: 


—reorient the receiving antenna 

——relocate the computer with respect to the receiver 

move the computer away from the receiver 

— plug the computer into a different outlet so that computer and 
receiver are on different branch circuits. 


If necessary, the user should consult the dealer or an experienced 
radio/television technician for additional suggestions. The user 
may find the following booklet prepared by the Federal Communi- 
cations Commission helpful: 

"How to Identify and Resolve Radio-TV Interference Problems" 
This booklet is available from the US Government Printing Office, 
Washington, D.C., 20402, Stock No. 004-000-00345-4. 
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1-3. LOCATION OF PARTS AND CONTROLS 


34-pin socket 
Connect to the RGB MULTI INPUT 
connector of the Component TV. 


40cm 
(15! inches) 


H (horizontal) position control 

Adjust the picture position, when using 
the IBM personal computer. insert the 
screwdriver and turn the control 
clockwise or counterclockwise. 


var 


Picture moves Picture moves 
8-ріп DIN left. right. 


connector 
Connect the 8-pin DIN plug here. 


Supplied cord (9-pin D type piug to 8-pin 


1m (39%, inches) DIN plug) 
Used with the IBM personal computer. 
$ if Connect the 9-pin О type plug to the 
computer and the 8-pin DIN plug to 


the adaptor. 


1-4. CONNECTIONS 


СМУ Signal flow 


To connect the APPLE III, 
use the cord with the 
15-pin D type plug. 


Set the NORMAURGB button to RGB. 
(If pin 33 of the 34-pin RGB MULTI INPUT 

connector is at high state, the RGB mode is 
selected and this button does not function.) 


Sony Component TV 


— =} 


The IBM personal computer 


supplied cord 


to 8-pin DIN 


- «mm am ar «к» «шә «тə 


connector T 
- 4 
JJ ³ÜW¹ä ðͤ v оН... 
to RGB MULTI 
INPUT 
AC 
power cord e, 
To avoid interference with radio or TV reception, always use the power filter 


supplied power filter. 

This is indispensable to comply with FCC Rule Part 15 Subpart J, 
regulating interference to radio or TV reception caused by сот- 
puting device. 


SECTION 2 
DIAGRAMS 


2-1. PRINTED WIRING BOARD А В С D E F G H | 
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2-2. SCHEMATIC DIAGRAM 
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Note: 
€ All capacitors are in uF unless otherwise noted. pF: uuf 
50WV or less are not indicated except for electrolytics. 


* All resistors are in ohms, 1/6W unless otherwise noted. 
КО = 10002, МП = 1000kn 


е All variable and adjustable resistors have characteristic 


пов! coꝛs curve В, unless otherwise noted. 
11/40) 9 ois] wos 


e d) : nonflammable resistor. 
e tua : fusible resistor. 


Q010,014 
25С2785 
BUFFER 


№С(+5\) | 
А : internal component. 


. : panel designation. 

All voltages are in V. 

Voltages are dc with respect to ground unless otherwise 

noted. 

е Readings are taken with а 10 МО digital multimeter. 

е Voltage variations тау be noted due to normal ргодис- 
tion tolerances. 

e Readings are taken with а color ar signal input. 

e [___]: adjustment for repair. 
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С Note: The components identified by shading and mark À 
T 25 are critical for safety. Replace only with part number 
5 specified. 
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SECTION 3 
EXPLODED VIEWS 


SECTION 4 
ELECTRICAL PARTS LEST 


NOTE: % 


; identified by 

| shading and mark Å are critical 
for safety. Replace only with | 
part number specified. 


NOTE: 

* [tems with no part number and no des- 
cription are not stocked because they 
are seldom required for routine service. 

* The construction parts of an assembled 
part are indicated with а collation 
number in the remark column. 


* [tems marked " & " are not stocked since 
they are seldom required for routine 
service. Some delay should be anticipated 
when ordering these items. 


The components identified 
by shading and mark A are 
critical for safety. с 
Replace only with part | 
number specified: $ 


The components 


* Items marked gare not stocked 
since they are seldom required for 
routine service. Some delay should be 

- anticipated-when ordering-these items. 


When indicating parts by refer- 


ence number, include 


the board name. 


please 


CAPACITORS 
»: uf, PF : unf 


All variable and adjustable resistors 
have characteristic curve B, unless 
otherwise noted. 


RESISTORS 
* All resistors are in ohms 
* F : nonflammable 


COILS 
‘© MMH : mH, ИН: pH 


Ref.No.Part No. Description Remark | Ref.No.Part No. Description Remark 
&:A-1290-673-A А BOARD, COMPLETE DI ODE 
defe de de dede dede de å åå Å 
0001 8-719-102-73 DIODE RD6.2E-Nl 
0-520-923-00 CASE, SHIELD 0002 8-719-102-73 DIODE RD6.2E-Nl 
0003 8-719-102-73 DIODE RD6.2E-Nl 
CONNECTOR 0004 8-719-102-73 DIODE RD6.2E-Nl 
СН 0005 8-719-102-73 DIODE Р06.2Е-М1 
Al 4:1-560-985-00 PLUG, CONNECTOR (2.5MM) 11Р 
0006 3-719-102-73 DIODE RD6.2E-Nl 
CAPACI TOR 0007 8-719-911-19 DIODE 155119 
ne eRe 0009 8-719-911-19 DIODE 155119 
001 1-102-971-00 CERAMIC pf 5X 60% 0010 8-719-911-19 DIODE 155119 
C002 1-130-728-00 FILM 0.0022MF 1% 100 0011 8-719-911-19 DIODE 155119 
C003 1-102-107-00 CERAMIC 120PF 10% 50% 
C004 1-123-318-00 ELECT 33MF 20% 16у 0012 8-719-102-73 DIODE RD6.2E-Nl 
C005 1-102-121-00 CERAMIC 0.0022MF 101 50% 0013 8-719-102-73 DIODE Р06.2Е-М1 
9014 8-719-102-73 DIODE RD6.2E-Nl 
C006 1-123-318-00 ELECT 33MF 20% 167 0015 8-719-102-73 DIODE RD6.2E-Nl 
C007 1-123-318-00 ELECT 33MF 20% 16% 
C008 1-123-318-00 ELECT 33MF 20% 16ү IC 
C009 1-102-121-00 CERAMIC 0.0022MF 10% 50% 
CO10 1-123-318-00 ELECT 33MF 20% 16% 16001 8-759-951-54 IC SN75154N 
1С002 8-759-900-05 ІС SN74LSO5N 
COLL 1-102-121-00 CERAMIC 0.0022MF 10% SOV 10003 8-759-900-05 IC 587415058 
C012 1-102-121-00 CERAMIC 0.0022MF 10% 50% 
С013 1-101-006-00 CERAMIC 0. 047MF 50ү JACK 
(014 1-102-106-00 CERAMIC 100PF 10% 50 = 
015 1-102-106-00 CERAMIC 100PF 10% 50% 2001 1-562-342-00 CONNECTOR, DIN 8P 
016 1-102-106-00 CERAMIC 100PF 10% 50% TRANSISTOR 
C017 1-102-106-00 CERAMIC 100PF 10% 50 TIC 
CO18 1-101-006-00 CERAMIC 0. 047MF 50V 0001 8-729-178-54 TRANSISTOR 252785 
CO19 1-102-106-00 CERAMIC 100PF 10% 50% 0002 8-729-178-54 TRANSISTOR 2562785 
C020 1-102-106-00 CERAMIC 100PF 10% 50% 0003 3-729-178-54 TRANSISTOR 2582785 
0004 3-729-178-54 TRANSISTOR 2502785 
6021 1-102-106-00 CERAMIC 100PF 10% 50% 0005 8-729-178-54 TRANSISTOR 25С2785 
C022 1-102-106-00 CERAMIC 100PF 10% 50 
(023 1-102-106-00 CERAMIC 100PF 10% 50% 0006 8-729-178-54 TRANSISTOR 25С2785 
(024 1-101-006-00 CERAMIC 0.047МҒ 50% 0007 8-729-178-54 TRANSISTOR 25C2785 
(025 1-102-106-00 CERAMIC 100PF 10% 50 0008 8-729-178-54 TRANSISTOR 25С2785 
0009 8-729-178-54 TRANSISTOR 2SC2785 
CO26 1-102-106-00 CERAMIC 100PF 10% 50% 0010 8-729-178-54 TRANSISTOR 2502785 
C027 1-102-106-00 CERAMIC 100PF 10% 50% 
(028 1-102-106-00 CERAMIC 100PF 10% 50 0011 8-729-178-54 TRANSISTOR 2562785 
C029 1-102-106-00 CERAMIC 100РҒ 10% 50% 0012 8-729-178-54 TRANSISTOR 2582785 
6030 1-102-106-00 CERAMIC 100PF 105 50 Q013 8-729-178-54 TRANSISTOR 25С2785 
Q014 8-729-178-54 TRANSISTOR 25C2785 
C031 1-102-106-00 CERAMIC 100PF 10% 50 Q015 8-729-117-54 TRANSISTOR 25А1175 
C032 1-102-106-00 CERAMIC 100PF 10% 50% 
C033 1-102-106-00 CERAMIC 100PF 10% 50 0016  8-729-117-54 TRANSISTOR 2SA1175 
С034 1-102-106-00 СЕРАМІС 100PF 101 50 0017  8-729-117-54 TRANSISTOR 2841175 
C035 1-101-006-00 CERAMIC 0. 047MF 50V 0018 8-729-117-54 TRANSISTOR 2541175 
0019 8-729-178-54 TRANSISTOR 25С2785 
C036 1-102-106-00 CERAMIC 100PF 10% 50 
No. Part No. — Description Remark | No» Description Remark c EE DE E е RESISTOR 
, C039 1-102-106-00 CERAMIC 100PF 10% 50% 2001 1-246-481-00 CARBON 2.2K 5% 1/4и 
1 #:2-377-330-00 CASE, UPPER 6 4-812-134-11 RIVET NYLON, 3.5 6040 1-102-106-00 CERAMIC 100PF 10% 50% 8002 1-246-481-00 CARBON 2.2K 5% 1/48 
Е Å, бит. 7 «БЕГЕН іші T Мі 10410 Gem сайи Ma 
-377-329-00 HOLDER, BUSHING å ‚ CONNECTION 8P- PE 1 
4 1-556-940-00 CABLE (WITH CONNECTOR) 34Р 9 1-235-267-00 FILTER, POWER соп 1-100-10000 СЕЙІС ere м TE 75 Н v^ 
5 4:2-377-331-00 CASE, LOWER 
2006 1-246-446-00 CARBON 5 5% 1/4 
—9— --10— 


ТӘУ лек ты КАЗ Се вид SO cede Ун GA 


Ref.No.Part No. Description Remark | Ref.No.Part No. Description Remark 


R007 1-246-446-00 CARBON 75 5% 1/4W RO59 1-247-831-00 CARBON 1K 5% 1/6W 
R008 1-246-446-00 CARBON 75 5% 1/4W 8060 1-247-817-00 CARBON 270 5% 1/6 
#009 1-247-839-00 CARBON 2.2K 5% 1/6 RO6I 1-247-831-00 CARBON 1K 5% 1/6W 
#010 1-247-819-00 CARBON 330 5% 1/6 R062 1-247-842-00 CARBON ЗК 5% 1/6W 
ROLL 1-247-824-00 CARBON 510 5% 1/6W R063 1-247-831-00 CARBON 1K 5% 1/6W 
R012 1-247-839-00 CARBON 2.2K 5% 1/6W R064 1-247-822-00 CARBON 430 5% 1/6 
R013 1-247-819-00 CARBON 330 5% 1/64 R065 1-247-842-00 CARBON 3K 5% 1/6W 
RC14 1-247-824-00 CARBON 510 5% 1/6W R066 1-247-838-00 CARBON 2K 5% 1/6W 
R015 1-247-846-00 CARBON 4. K 5% 1/6 #067 1-247-838-00 CARBON 2K 5% 17/6 
#016 1-247-824-00 CARBON 510 5% 1/6W RO68 1-247-838-00 CARBON 2K 5% 1/6W 
R017 1-214-170-00 METAL 39K 1% 1/4W R069 1-247-824-00 CARBON 510 5% 1/6W 
R017 1-247-867-00 CARBON 33K 5% 1/6W R070 1-247-838-00 CARBON 2K 5% 1/6W 
#018 1-214-134-00 METAL 1.2K 1% 1/4W 8071  1-247-831-00 CARBON ІК 5% 1/60 
RO19 1-247-824-00 CARBON 510 5% 1/6 R072 1-247-838-00 CARBON 2K 5% 1/6W 
R020 1-247-855-00 CARBON 1 5% 1/6 R073 1-247-824-00 CARBON 510 5% 1/6 
R021 1-247-863-00 CARBON 22K 5% 1/6W #074 1-247-831-00 CARBON IK 5% 1/6W 
R022 1-247-863-00 CARBON 22K 5% 1/64 R075 1-247-826-00 CARBON 620 5% 1/64 
#023 1-247-863-00 CARBON 22K 5% 1/64 #076 1-247-831-00 CARBON ІК 5% 1/6W 
R024 1-247-831-00 CARBON 1K 5% 1/6W 
R025 1-247-831-00 CARBON 1K 5% 1/6W VARIABLE RESISTOR 
R026 1-247-843-00 CARBON 3. ЗК 5% 1/6W RVOOl 1-224-966-00 RES, ADJ, CARBON 3.3K 
R027 1-247-848-00 CARBON 5.1K 5% 1/6W 
В028 1-2 47-83 1-00 САРВОМ 1К 5% 1/6 fe fe fe efe he fee e ee hee hee efe eee ee e efe ee eee ККИ ИИ ККИ 
R029 1-247-807-00 CARBON 100 5% 1/6W 
R030 1-247- 3-00 CARBON 470 5% 1/6W MISCELLANEOUS 
КАКИХ 
R031 1-247-818-00 CARBON 300 5% 1/6 
R032 1-247 -807- 00 CARBON 100 57 1/6 1-556-940-00 CABLE (WITH CONNECTOR) 34Р 
#033 1-247-823-00 CARBON 470 5% 17/6 
#034 1-2 47-81 8-00 CARBON 300 5% 1/6W fe e de hee eee hee e eee ee eee ИКИ fee fee ee e eee e fece eee ee fee e eh e ИК 
RO35 1-247-807-00 CARBON 100 5% 1/6 
ACCESSORIES AND PACKING MATERIALS 
RO 36 1247-2 3-00 CARBON 470 5% 1/6и *fe fe se e de dede e dede ee КЕ КЕЯ eee he КИ КЕЯ å å n n 
R037 1-247-818-00 CARBON 300 5% 1/6 
R038  1-247-828-00 CARBON 750 5% 1/6W Part No. Description Remark 
R039 1-247-830-00 CARBON 910 5% 1/6W 
RO40 1-247-831-00 CARBON 1K 5% 1/6W 1-235-267-00 FILTER, POWER 
1-556-939-00 CORD, CONNECTION 8P-9P 
RO41  1-246-446-00 CARBON 75 5% 1/4W 2-377-334-00 SPACER 
R042 1-247-831-00 CARBON IK 5% 1/6W 2-377-335-00 INDIVIDUAL CARTON 
R043 1-246-446-00 CARBON 75 5% 1/4W 3-701-628-00 BAG, POLYETHYLENE 
#044 1-247-831-00 CARBON 1K 5% 1/6W 
R045 1-246-446-00 CARBON 75 5% 1/4W 3-881 -955-03 BAG A, PROTECTING 
4-493-785-21 MANUAL, INSTRUCTION 
R046  1-247-831-00 CARBON 1K 5% 1/6W 
8047  1-246-446-00 CARBON 75 5% 1/4W 
RO48 1-246-497-00 CARBON 10K 5% 1/4W 
R049 1-246-497-00 CARBON 10K 5% 1/4W 
RO50 1-246-497-00 CARBON 10K 5% 1/4W 
R051 1-246-497 00 CARBON 10K 5% 1/4W 
8052 1-247-839-00 CARBON 2.2K 5% 1/6W 
R053 1-247-831-00 CARBON 1K 5% 1/6W 
R054 1-247-817-00 CARBON 270 5% 1/6 
#055 1-247-831-00 CARBON 1К 5% 1/60 
#056  1-247-817-00 CARBON 270 5% 1/6; 
#057 1-247-831-00 CARBON 1К 5% 1/6W 
R058 1-247-817-00 CARBON 270 5 1/6 


When indicating parts by refer- 


ence number, please include 
the board name. 
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